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Message Text 

UNCLASSIFIED 

PAGE 01 ALEXAN 00583 08I709Z 
ACTION NEA- 10 

INFO OCT-OI EUR-I2 ISO-00 EB-07 /030W 

107080 090327Z/75 

R08I325Z JUL 77 
FM AMCONSUL ALEXANDRIA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 0912 
AMEMBASSY ATHENS 
AMEMBASSY CAIRO 
AMEMBASSY BRUSSELS 

UNCLAS ALEXANDRIA 0583 

ATHENS FOR RTDO 

E.O. 11652: NA 
TAGS: BEXP.EG 

SUBJECT: EOREIGN GOVERNMENT TENDER 

1. 729/02/P0019 

2. 070877 

3. R. CHASE 

4. 729/EGYPT 

5. Y (GOVERNMENT CONTROLLED COMPANY) 

6A. REPLY OR CABLE TO- 

6B. EOREIGN PURCHASES COMMITTEE 

6C. SOCIETA MISR POUR LA RAYONNE, KAFR EL DAWAR, EGYPT 
CABLE: MISRAYON KAFR F.I DAWAR TEL: 61021 TELEX: 4064 RAYON UN 

7. MISRAYON 259 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ALEXAN 00583 081709Z 

8. 8/10/77 

9. 201 

10. DESCRIPTION: SUPPLY OF THE FOLLOWING: 

3621 lXX-0100 2 MOTOR GENERATOR SET COMPLETE WITH A REMOTE CONTROL 
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SYSTEM HAVING A PUSH BUTTON STATION, START-STOP 
INCREASE DECREASE-EMERGENCY STOPS 
INCLUDING 

A) A.C. INDUCTION MOTOR, 3 PH, 440 V, 

50 C/SEC, 60 HP, 1450 RPM TEMP. RISE 
40 DEGREES C. 

B) STARTER FOR THE ABOVE MOTOR (AUTO 
STARTER OIL IMMERSED TYPE). 

C) DIRECT CURRENT GENERATOR 35 KW 
1450 RPM, 250 V. SHUNT WINDING 

140 AMP. AMBIENT TEMP. 45 DEGREES C. 

D) D.C. EXCITER 2 KW 250 V, 1450 RPM 
HEAVY DUTY FOR CONTINUOUS RUNNING. 

AMBIENT TEMP. 45 DEGREES C. 

THE CONNECTION OF THE ABOVE EXCITER 
IS ACCORDING TO DRAWING 
AIRMAILED TO DEPT ON 7/8/77, 

SHOWING THE CONNECTION OF THE D.C. 

MOTOR, GENERATOR, EXCITER AND ADJUST- 
ABLE VOLTAGE CONTROL FOR OUR SET. 

2 D.C. MOTOR 220 V COMPOUND WOUND 30-40 HP 
DOUBLE EXTENDED SHAFT. SPEED VARIATION 
600-1800 RPM ACTUAL RATED SPEED 1400 RPM 
FRONT SHAFT 10 IN. LONG & 2 3/4 IN. D. 

REAR SHAFT 15 IN. LONG AND 2 3/4 DIAM. 

WITH A TACHOMETER & SPEED INDICATOR 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 AT, F.X AN 00583 081709Z 

0-1500 RPM 50 RPM DIVISION ON INDICATOR. 

THE MOTOR IS USED TO DRIVE CELLOPHANE 
MACHINE. THE SPEED OF THE DRIVEN SHAFT 
OF THE MACHINE RANGING 0-1000 RPM 

PRICE QUOTATIONS REQUESTED EOB AND CIE ALEXANDRIA. 
CHASE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 08-Jul-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977ALEXAN00583 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770244-0344 

Format: TEL 
From: ALEXANDRIA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770780/aaaacrch.tel 

Line Count: 101 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 63151 46f-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 16-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1930286 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER 
TAGS: BEXP, EG 
To: COM 
Type: TE 
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